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ever, on several occasions for the photography of solar
eclipses.

With telescopes of considerable size the picture is
generally formed directly at the focus of the object-
glass without further enlargement. This is the case
with the pictures made by Mr. Rutherfurd, in which
the diameter of the sun's image is about If inch.

Copies of the negatives are afterward made if desired
on a larger scale* In smaller instruments, such as the
well-known photoheliograph of the Kew Observatory,
an enlarging eyepiece is used, so constructed as to dis-
tort as little as possible the image formed by the object-
glass while magnifying it to a diameter of three or four